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DOCKET 72-0006 CAROLINA POWER & LIGHT CO., 50-324 & 50-325

9106100417 Advises that site visit planned on 910612 to perform final walkdown of pro-
posed ISFSI site & to discuss proposed Tech Specs for const & operation.Proposed
agenda encl.

STURZ.F.C. Fuel Cycle Safety Branch. 91/06/05. FLOYD.S.D. Carolina Power & Light
Co. 3pp. 58092:315-58092:317.

DOCKET 72-0009 PUBLIC SERVICE CO. OF COLORADO, 50-267

9106180403 Responds to NRC request for addl info re independent spent fuel storage
installation.Encl withheld (ref 10CFR2.790).

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/24. RUFFIN.S. Fuel Cycle
Safety Branch. 16pp. 58172:082-58172:209.

-9106180420 "AIR/H-327 Graphite Reaction Rate As A Function of Temp & Irradia-
tion."

JENSEN.D.,  TAGAMI.M.,   VELASQUEZ.C.   Gulf   General   Atomic,   Inc.   GULF-GA-
A12647. 73/09/24. 22pp. 58172:137-58172:157.

-9106180425 "HTGR Base Program Air Oxidation of Graphite - Implications for HTGR
Accidents."

WICHNER.R.P. Oak Ridge National Laboratory. ORNL/GCR-80/7. 80/04/30. 53pp.
58172:158-58172:209.

-9106180428 "Fort St Vrain MVDS Integrated Commissioning & Functional Testing."
* GEC Alsthom Engineering Systems, Ltd. 91/05/10. 349pp. 58172:210-58173:199.

9106200276 Forwards ISFSj physical security plan.Revised plan includes more detailed
info re training & qualification.EncI withheld (ref 10CFR73.21).

CRAWFORD.A.C. Public Service Co. of Colorado. 91/03/11. GASKINS.C. Transporta-
tion Branch. 3pp. 58167:130-58167:131.

9106040165 Forwards revised physical security plan for proposed ISFSI, incorporating
clarifications discussed during May 1991 telcon w/C Gaskins.Plan withheld (ref
10CFR73.21).

CRAWFORD.A.C.  Public  Service Co.  of  Colorado.  91/05/30.   Fuel  Cycle  Safety
Branch. 2pp. 57999:294-57999:295.

9106260397 Forwards ISFSI physical security plan,including detailed info re
searches.alarm sys & security procedures to be implemented during ISFSI loading,for
review.EncI withheld (ref 10CFR73.21).

CRAWFORD.A.C. Public Service Co. of Colorado. 91/05/30. Office of Nuclear Materi-
al Safety & Safeguards. 3pp. 58217:119-58217:122.

9106190037 Responds to NRC 910516 Itr re deviations noted in Insp Rept 50-267/91-
05 re const of ISFSI.Corrective actions:concrete batch mix spec changed to require
min air content of 3.5%, per ACI 318-83.

CRAWFORD.A.C.  Public  Service Co.   of  Colorado.  91/06/13.  Document Control
Branch (Document Control Desk). 4pp. 58187:342-58187:345.

DOCKET 72-0010 NORTHERN STATES POWER CO., 50-282 & 50-306

9106100460 Responds to NRC questions re facility independent spent fuel storage in-
stallation Tech Specs & SAR.

PARKER.T.M. Northern States Power Co. 91/06/05. Document Control Branch (Doc-
ument Control Desk). 130pp. 58051:235-58051:354.

DOCKET 72-1007 MODEL: VSC-24, PACIFIC SIERRA NUCLEAR ASSOCIATES

9106110187 Notifies that licensee will start fabrication of ventilated storage cask as
soon as certificate of compliance issued.

MASSEY.J.V. Pacific Sierra Nuclear Associates. 91 /06/06. Division of Fuel Cycle &
Material Safety (Pre 870413). 1p, 58095:312-58095:312.06070295    Requests    registration    as    user    of    Certificates    of    Compliance
